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EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, CZ, UK 

SUBJECT: UK EPITAXIAL REACTOR SYSTEM TO CZECHOSLOVAKIA 
IL 1355 

REF: COCOM DOC(76)246 

OBJECT. MODEL 005 REACTOR SYSTEM IS AN ADVANCED SYSTEM FOR 
EPITAXIAL LAYERING WITH PRECISION CONTROLS AND PROGRAM 
MABLE SEQUENCING OF OPERATIONS. WHILE SUITABLE FOR THE 
STATED END USE, ITS AUTOMATIC FEATURES ENABLE THIS EQUIP- 
MENT TO 3E USED IN PRODUCTION LINE MANUFACTURE OF A 
BROAD RANGE OF SEMICONDUCTOR DEVICES. KISSINGER 
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